BY JAMES MAPES DODGE
FREDERICK WINSLOW TAYLOR was a prophet with honor in his own country and, at the same time, honored and respected in every civilized country of the globe. He was a devoted husband and faithful friend, modest and considerate; he was a remarkable student, an inventor of the first rank and an engineer of resource and keen perception, indefatigable in his work and unswerving in his devotion to truth. With a remarkable combination of temperament and learning he became the bearer of a message that is destined to make him recognized the world over as the emancipator of the worker and of the employer. He delivered the worker from the oppressive burdens of the old order and gave him freedom to win the best for his family and himself. He delivered the employer from the necessity of being only a task-master and gave him the opportunity to be the friend and co-worker of those associated with him.
Through his scientific investigations of the relations between employer and employee he was able to formulate a system which made it possible for both parties to realize that their interests instead of being in irreconcilable conflict were identical and that they were interdependent, and that all questions between them could be settled by kindness, forbearance, and patient investigation without resort